Brief comment text:

As a user of the 902-928mhz license free meshtastic devices, I would like to say that this proposed change would hamper my ability to use the frequency or cripple it entirely. Please reconsider this action as it affects amateur users, as well as to my understanding, some professional LoRaWAN users.
